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2. MISSION m, 3003# article no. 342, DRIVER 

T.O. 27/10302 LAND 27/19372* 

3 . 8 CONF. NO. 8 , SHUTTER NO. 50, APERATURE F/10 TOT 

4. B CONF. 100 PERCENT TRANSPORTED, NO. CYCLES '^^00f 

NO. FEET 4650 . VACUUM SOLENOID FAILED DURING FLIGHT. UNABLE 
TO [^TERMINE AMOUNT OF USEABLE TAKE UNTIL AFTER CEVELOPMENT. 

5 . CATEGORY 2 TO 3 AND SOME CATEGORY 1 WEATHER, RADIO NOISE 
WAS NORMAL. 

6 . TRACKER S/N I 3 , TRANSPORTED 950 ^^ET 

7 . H/C GOOD, D/S GOOD. 

END OF MESSAGE 
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